DOCKETED ITEMS

9106030159 Forwards rept describing events & remedial actions resulting from liner tear
at evaporation pond.

FERDINAND.B. Quivira Mining Co. 91/04/26. OHRBOM.R. New Mexico, State of.
8pp. 57887:303-57887:310.

9106030262 Forwards rept describing events & remedial actions resulting from liner tear
at evaporation pond.Tear caused by abnormally high winds.

FERDINAND.B. Quivira Mining Co. 91/04/26. HALL.R. Uranium Recovery Field Ofc,
R4. 8pp. 57894:275-57894:282.

9106030260 Submits response to open items contained in insp rept 40-8905/91-01 on
910321.

FERDINAND.B. Quivira Mining Co. 91/04/29. HALL.R. Uranium Recovery Field Ofc,
R4. 3pp. 57894:212-57894:214.

9106280145 Ack receipt of 910429 Itr in response to insp rept 40-8905/91-01 sent
under    cover    Itr    dtd    910412.Reviewed    response.although     response     not
required.Expresses thanks for identifying proper mailing address.
KALL.R.E. Region 4 (Post 820201). 91/05/23. FERDINAND.B. Quivira Mining Co. 1p.
58273:124-58273:127.

-9106280149 Forwards responses to open items contained in insp of license SUA-1473
on 910412.

FERDINAND.B. Quivira Mining Co. 91/04/29. HALL.R. Region 4 (Post 820201). 3pp.
58273:125-58273:127.

DOCKET 40-8958 URANERZ USA, INC., CASPER, WY

9106280197 Summary of 910531 meeting w/Pathfinder Miners Corp re Ruth & North
Butte Solution Mines licenses.

KONWINSKI.G.R. Region 4 (Post 820201). 91/06/07. Region 4 (Post 820201). 2pp.
58273:128-58273:129.

DOCKET 40-8964 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK

9106030154 Forwards original receipts for certified mailings & affidavit of publication
from Casper Star Tribune.

WICHERS.D.L Rio Algom Mining Corp. 91/05/07. SHAFFER.R. Wyoming, State of.
25pp. 57887:279-57887:302.

DOCKET 40-8980 HERITAGE MINERALS, INC., LAKEHURST, NJ

9106070026 Discusses insp rept 40-8980/91-01 on 910410-No violations noted.Areas of
concern include ceasation of production activities & cleaning/decontamination of
equipment in wet & dry mills.

KINNEMAN.J.D. Region 1 (Post 820201). 91/05/22. LORD.J.F. Heritage Minerals, Inc.
2pp. 57918:054-57918:055.

DOCKET 40-8907 UNC MINING & MILLING (DIV. OF UNITED NUCLEAR CORP.),

9106250037 Forwards request for hearing on Commission amend dtd 910315 of license
SUA-1475.Scheduling of any hearing in proceeding per request should be deferred
until further notice.

HALL.R.M. United Nuclear Corp. (subs, of UNC, Inc.). HALL.R.M. Crowell & Moring.
#291 11814. 91/04/04. Docketing & Services Branch. 1p. 58204:027-58204:045.

-9106250068 Request for hearing.* Licensee requests that no notice of hearing be
issued presently & that proceedings be stayed until possible settlement of matter can
be explored w/ region.W/notice of appearance & Certificate of Svc.
HALL.R.M. United Nuclear Corp. (subs, of UNC, Inc.). HALL.R.M. Crowell & Moring.
91/04/04. Office of the General Counsel (Post 860701). 18pp. 58204:028-58204:045.

9106040071 Provides info re upgradient alluvial monitoring drilling & requests comment
on program.

MORALES.E.M. United Nuclear Corp. (subs, of UNC, Inc.). 91/04/24. HALL.R.E. Ura-
nium Recovery Field Ofc, R4. BECKER.S. Environmental Protection Agency. 22pp.
57895:332-57895:353.

9106030291 Forwards document concerning legal analysis re surety issue. Document
justifies conclusion by NRC that requirements not applicable.

HALL.R.M. Crowell Corp. 91/04/25. MARTIN.R.D. Region 4 (Post 820201). 1p.
57893:289-57893:289.

9106250028 Order.* NRC shall inform Commission by 910517 as to how or whether
amount of surety has been imposed on licensee.W/ Certificate of Svc.Served on
910503.

CHILK.S.J. Office of the Secretary of the Commission. #291 11815. 91/05/03. Office
of the General Counsel (Post 860701). 3pp. 58196:017-58196:019.

9106250045 NRC Staff response to Commission order of 910503.* NRC review & inde-
pendent verification of licensee reclamation cost estimates indicates sufficient basis
exists for establishing surety amount.W/Certificate of Svc.

RUTBERG.J. Office of the General Counsel (Post 860701). #291 11816. 91/05/17.
Commissioners (Post 750119). 11pp. 58196:041-58196:052.

9106250031 United Nuclear Corp reply to NRC Staff response to Commission order.*
Agrees w/NRC recommendation to defer issuance of notice of hearing until parties
can attempt to dispute.W/Certificate of Svc.

SCOTT.J.T. Crowell & Moring. #291 11817. 91/05/22. Commissioners (Post 750119).
3pp. 58196:303-58196:305.

9106270354 Submits comments & recommendations based on review of licensee
910614 submittal of proposed surety arrangement.

MICHAUD.R.W. Uranium Recovery Field Ofc, R4. 91/06/21. HALL.R.E. Uranium Re-
covery Field Ofc, R4. 2pp. 58268:237-58268:238.

DOCKET 40-8914 ENERGY, DEPT. OF, SCOVILLE, ID

9106030257 Advises that company does not wish to transfer ownership of mineral inter-
est in Section 7,Township 13 North.Range 8 West.McKinley County.New Mexico to
federal govt.

WAGNER.G.R. Hecla Mining Co. 91/05/07. HALL.R.E. Uranium Recovery Field Ofc,
R4. 1p. 57894:184-57894:184.

9106040394 Notifies that Mckinley County was utilized for disposal of radioactive by-
product matl through mine backfilling.

DREW.L.A. Hecla Mining Co. 91/05/13. LENTE.G. McKinley Area Council of Govts.
Gallup.NM. 1p. 57902:080-57902:080.

9106050145 Discusses initiated reclamation at facility re NRC plan to conduct radiologi-
cal surveys & soil sampling. Notification requested prior to visit.
DREW.LA. Hecla Mining Co. 91/05/16. HALL.R.E. Uranium Recovery Field Ofc, R4.
2pp. 57903:146-57903:147.

DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO

9106040062 Forwards copy of proposed respiratory protection program for review & ap-
proval.

KNODE.R. Ferret Exploration Co. of Nebraska. Inc. 91/05/14. HALL.R. Uranium Re-
covery Field Ofc, R4. 10pp. 57896:030-57896:039.

9106030297 Discusses telephone notification re soil analyses for radium following
recent release of groundwater from failed piping in new.undeveloped well field.
HALL.R.E. Region 4 (Post 820201). 91/05/15. COLLINGS.S. Ferret Exploration Co. of
Nebraska, Inc. 2pp. 57893:312-57893:313.

DOCKET 40-8981 URANERZ USA, INC., CASPER, WY

9106030233 Requests that conditions for effluent & environ monitoring described in
901101 submittal in license condition H.info re semiannual ALARA audit rept & daily
walk-through insp not be implemented until North Butte facility constructed.
MURDOCK.E.S. Pathfinder Mines Corp. 91/04/23. GARCIA.P. Uranium Recovery
Field Ofc, R4. 1p. 57894:179-57894:179.

9106030289 Ack receipt of 910423 Itr discussing environ & effluent monitoring & other
radiation surveying requirements stipulated in license SUA-1540.
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/10. Pathfinder Mines Corp. 2pp.
57894:257-57894:258.

9106280197 Summary of 910531 meeting w/Pathfinder Miners Corp re Ruth & North
Butte Solution Mines licenses.

KONWINSKI.G.R. Region 4 (Post 820201). 91/06/07. Region 4 (Post 820201). 2pp.
58273:128-58273:129.

DOCKET 40-8989 ENVIROCARE OF UTAH, INC., SALT LAKE CITY, UT

9106140013 Motion for extension of time to submit contentions.* Kerr-McGee requests
extension of time of 30 days within which to submit contentions.W/Certificate of Svc.
ESTREICHER.H. Kerr-McGee Chemical Corp. ESTREICHER.H. Covington & Burling.
#291 11796. 91/05/28. Atomic Safety and Licensing Board Panel. 4pp. 58119:001-
58119:004.

9106140090 Order.* Motion for extension of time until 910701 to provide proposed con-
tentions & for rescheduling prehearing conference scheduled for 910619
granted.Served on 910530. W/Certificate of Svc.

FRYE.J.H. Atomic Safety and Licensing Board Panel. #291 11806. 91/05/30. Kerr-
McGee Corp. 3pp. 58119:234-58119:236.

9106070301 Advises that 910426 revised application & environ rept to receive & dis-
pose of byproduct matl acceptable,per Atomic Energy Act.Section 11e.(2).List of miss-
ing & add! info needed by 910630 for completion of technical review encl.
SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/04. SEMNANI.K.B.
Envirocare of Utah, Inc. 17pp. 58015:003-58015:097.

9106190291 Responds to request for environ rept accompanying Envirocare of UT li-
cense application.Requests for environ repts from individuals or independent organiza-
tions handled by NRC PDR.

WASTLER.S.L Uranium Recovery Branch (Post 901230). 91/06/13. MEISTER.M. Af-
filiation Not Assigned. 1p. 58187:356-58187:356.

9106200046 Requests that environ rept & associated appendices be sent to Dept of
Interior at listed address.Applicable section of FR re NRC intention to prepare DES
covering Envirocare of UT application to receive U & thorium encl.
SURMEJER.J.J. Uranium Recovery Branch (Post 901230). 91/06/13. SEMNANI.K.B.
Envirocare of Utah, Inc. 3pp, 58200:056-58200:058.

9106240274 Requests that environ rept & associated appendices be sent to Congress-
man B Orion at listed address.

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/18. SEMNANI.K.B.
Envirocare of Utah, Inc. 1p. 58220:159-58220:159.

9106270304 Notification of significant licensee meeting on 910702 to discuss NRC ac-
ceptance review questions of 910604.

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/25. Uranium Recov-
ery Branch (Post 901230). 2pp. 58264:348-58264:349.

DOCKET 50-2 FORD NUCLEAR REACTOR

F. Security, medical, emergency & fire protection plans

9106070264 Rev 8 to "Ford Nuclear Reactor Emergency Plan."
BURN.R.R.   Michigan,   Univ.   of,   Ann   Arbor,   Ml.   91/05/14.   112pp.   58035:175-
58035:286.

9106070332 Forwards Rev 1 to security plan.Rev withheld (ref 10CFR2.790).
FLEMING.R.F. Michigan, Univ. of, Ann Arbor, Ml. 91/05/17. Document Control Branch
(Document Control Desk). 1p. 58039:142-58039:142.85 Discusses 910528 telcon w/EPA project director for West Lake landfill site
